To:  Gray,  David[gray.david@epa.gov]; 

stephen_spencer@ios.doi.gov[stephen_spencer@ios. doi.gov];  Acevedo,  Janie[acevedo.janie@epa.gov] 

From:  Crossiand,  Ronnie 

Sent:  Mon  8/10/2015  2:51:35  PM 

Subject:  RE:  Do  know  know  the  location  for  the  Gold  King  Mine  Joint  Information  Center  (JIC) 


1101  2"^  Avenue 
Durango,  CO 


From:  Gray,  David 

Sent:  Monday,  August  10,  2015  9:48  AM 

To:  stephen_spencer@ios.doi.gov;  Crossland,  Ronnie;  Acevedo,  Janie 

Subject:  RE:  Do  know  know  the  location  for  the  Gold  King  Mine  Joint  Information  Center  (JIC) 


+ Janie  Acevedo 


She  is  one  of  our  staff  at  the  JIC. 


David 

214.789.2619  cell 


From:  Spencer,  Stephen  [mailto:stephen  spencer@ios.doi .gov] 

Sent:  Monday,  August  10,  2015  8:48  AM 
To:  Gray,  David;  Crossland,  Ronnie 

Subject:  Do  know  know  the  location  for  the  Gold  King  Mine  Joint  Information  Center  (JIC) 


It  was  or  is  probably  someplace  in  Durango.  Thanks. 


4001632 


ED  000552D  00003688-00001 


Stephen  R.  Speneer,  PhD 

Regional  Environmental  Offieer 

Offiee  of  Environmental  Poliey  and  Compliance 

U.S.  Department  of  the  Interior 

1001  Indian  School  Road  NW,  Suite  348 

Albuquerque,  NM  87104 

Phone:  (505)  563-3572  Fax:  (505)  563-3066  Cell:  (505)  249-2462 

Stephen_Spencer@ios.doi.gov 

Web  Site:  www.doi . gov/ oepc/albuquerque.html 
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